Instructions for Use 
ONFI® (ON-fee) (clobazam) 
Oral Suspension, CIV 


Read this Instructions for Use before using ONFI oral suspension and each time you 
get a refill. There may be new information. This leaflet does not take the place of 
talking with your healthcare provider about your medical condition or treatment. 


Prepare ONFI Oral Suspension Dose 
You will need the following supplies: See Figure A 


e ONFI oral suspension bottle 

e Bottle adapter 

e Oral dosing syringe (2 dosing syringes are included in the ONFI oral 
suspension box). 

e Use only 1 syringe to take your dose of ONFI oral suspension. If you lose or 
damage the syringe, or cannot read the markings, use the other syringe. 


Figure A 
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Step 1. Remove the ONFI oral suspension bottle, bottle adapter, and 1 syringe 
from the box. 


Step 2. Shake the bottle well before each use. See Figure B 
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Figure B 
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Step 3. Uncap the bottle and firmly insert the bottle adapter into the bottle until 
the adapter top is even with the bottle top. See Figure C 


Figure C 





Once the bottle adapter is in place, it should not be removed. 
Step 4. Check your dose in milliliters (mL) as prescribed by your healthcare 


provider. Find this number on the syringe. Do not take more than the prescribed 
total dose in 1 day. See Figure D 
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Figure D 


Barrel Plunger 







Dosage indicators 


Black ring on plunger 


Step 5. Push the plunger all the way down and then insert the syringe into the 
upright bottle through the opening in the bottle adapter. See Figure E 


Figure E 
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Step 6. With the syringe in place, turn the bottle upside down. Pull the plunger to 
the number of mLs needed (the amount of liquid medicine in Step 4). See Figure F 
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Figure F 





Measure the mLs of medicine using the black ring on the white plunger. See Figure 
G 


Figure G 
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Step 7. Remove the syringe from the bottle adapter. Slowly squirt ONFI oral 
suspension directly into the corner of your mouth or your child’s mouth until all of 
the liquid medicine in the syringe is given. See Figure H 


Figure H 





Step 8. Cap the bottle tightly with the adapter in place. If the cap does not fit 
securely, check to see if the adapter is fully inserted. See Figure | 


e Store and dispense ONFI oral suspension in its original bottle in an upright 
position at 68°F to 77°F (20°C to 25°C). 

e Use ONFI oral suspension within 90 days of first opening bottle. 

e After 90 days safely throw away any ONFI oral suspension that has not been 
used. 
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Oral Suspension 
Step 9. Wash the oral syringe after each use. 
e To clean the oral syringe, take apart by removing the plunger completely. 
Pull plunger straight out of the barrel. 
e The barrel and plunger can be washed with soap and water, rinsed, and 
allowed to dry. 


e Do not wash the oral syringe in the dishwasher. 


This Instruction for Use has been approved by the U.S. Food and Drug 
Administration. 


Marketed by: Lundbeck, Deerfield, IL 60015, U.S.A. 
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